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Effective 


Supersedes: 1-21-57 
Revision: A 


EQUIPMENT LIST Y-F 
PRELIMANARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK F 
MP ESTIMATED NUMBER ESTIMATED 

TTEM NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 

Ty 62048 Connector, AN3102A~ 1,28 1 1,28 
24.285 

2. 62114 Connector, AN3102A- 2.50 1 2.50 
24-10P 

3, 61102 Connector, AN3102A- 2,09 1 2,09 
24-7S 

4 61196 Insulated Combination eis 5 205 
Tip Jack, H,H, Smith, 
205 Red 

5, 61084 Jack, E,F, Johnson, 03 i 203 
105-602 

6. 61095 Jack, E.F, Johnson, 203 1 03 
105-603 

T 61050 Receptacle, Winchester, AS 2 90 
QRE-12S 

Oe 61049 Plug, Winchester, 2.14 5 10.70 
QRE-1Le2pP 

9. 62122 Connector, AN3102A- 1.76 a Te7o 
Qu-7P 

10, 62103 Plug, Winchester, 59 2 L125 
M7P-LSHL9OC 

11. 60961 Connector, AN3102A- 1.76 1 nee do 
24-108 

12. 68033 Relay, Potter & Brum- 4,85 2 9.70 
field, KLI4A, 115 VAC 
60 Cycles 

13% 68017 Relay, Sigma, 14,00 10 140,00 
2PRICCLOOOG-SIL 

pe 


Le Bokscl ¢ rem 
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ITEM 
14, 


15. 
16. 


17. 
18, 
19. 
20, 
ele 
22, 
23.6 
2, 


25.6 
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MP 
NUMBER 


68102 


68038 
68000 


68042 


68023 


68072 


68076 


68134 


68117 


68095 


68088 


68038 


EQUIPMENT LIST Y-F 

PRELIMINARY SPARES LIST FOR 3-CHANNEL 

DATA REDUCTION EQUIPMENT 
RACK F 


NOMENCLATURE 


Relay, Potter & Brum- 
field, KA5A, 115 VAC. 
60 Cycles 


Choke, Triad, HSM301 


Toroid, Communication 
Accessories Co., 
MP930-35B 


Toroid, Communication 
Accessories Co., 
MP930-43B 


Toroid, Communication 
Accessories Co., 
MP930-33B 


Toroid, Communication 
Accessories Co., 
MP930-40B 


Toroid, Communication 
Accessories Co., 
MP930-31B 


Toroid, Communication 
Accessories Co., 
MP930-27B 


Toroid, Communication 
Accessories Co., 


MP930~38B 


Toroid, Communication 
Accessories Go.,; 
MP930-24B 


Toroid, Communication 
Accessories Co.,5 


MP930-37B 


Filter Reactor, Triad, 


HSM319 


ESTIMATED 


UNIT COST 


2.95 


10,31 
6,50 


8,00 


5210 


5695 


5.40 


6.45 


ory) 


6,30 


23.58 


Effective: 


Supersedes: 1-21-57 


Revision: 


NUMBER 


OF UNITS 


3 


371-57 


A 


ESTIMATED 


AMOUNT 


8,85 


10,31 
6.50 


8,00 


5270 


5.95 


5255 


5.40 


5295 


6,30 


23.58 
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ITEM 
26, 


27. 


20, 


296 


30, 


31. 


32.6 


33.6 
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MP 
NUMBER 
20446 
20492 
20419 
20469 
60022 
60057 
60066 


60003 


55035 
61062 
54990 
61100 
55028 
59122 


59011 
56017 


56014 


EQUIPMENT LIST Y-F 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 


RACK F 
ESTIMATED 
NOMENCLATURE UNIT COST 
Resistor, RHO,A43 2,00 
25 ohm 
Resistor, RHO, A44 2.50 
100 K 1% 
Potentiometer, Ohmite, 1,70 
CU1LO41 
Potentiometer, Ohmite, da f0 
CU1051 
Thermal Relay, Curtis- 7.90 
Wright, 117-20-A 
Switch, Centralab, 2.52 
PA-2011 
Switch, Centralab, 2,82 
PA-2035 
Switch, Cutler, Hammer, 8,02 
7675 K4 
Crystal Diode, IN93 1,85 
Crystal Diode, IN92 2,88 
Crystal Diode, 8U1 208 
Crystal Diode, 4U1 1.10 
Crystal Diode, 5U1 1,02 
Pilot Light, Marco, 205 
5NE2 
Pilot Light, G.E,. 328 42 
Fuse, Littelfuse, oe LO 
No, 314012 
Fuse, Littelfuse, gOS 


312,150 


Effective: 3-1-57 


Supersedes: 1-21-57 


Revision: A 


NUMBER ESTIMATED 

OF UNITS AMOUNT 
1 2,00 
1 2,50 
I: Let 
1 L (0 
L 7.90 
1 e- he 
1: 2,82 
1 8,02 
20 37.00 
a 5.76 
20 17,60 
5 5 DO 
5 5.10 
5 4,25 
5 2.10 
25 2.50 
25 2,00 
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ITEM 
43, 
AN, 
45. 
H6, 
NT, 
48, 
49, 
50. 
51. 
52. 
53. 
54. 
see 
56. 
57. 


58. 


296 


60, 
Gls 


62, 
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MP 


NUMBER 


47344 
45094 
45061 
45080 
45028 
45030 
45071 
45032 
45066 
10956 
10913 
10980 
10894 
10866 
10954 


10897 


10888 


10912 
30258 


30269 


EQUIPMENT LIST Y-F 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 


RACK F 
ESTIMATED 
NOMENCLATURE UNIT COST 
Tube, SRUIWGY 4,60 
Tube, 6AR6/6098 Be25 
Tube, 5751 2.05 
Tube, 0G3/85A2 2.50 
Tube, 5814/12AU7 2,25 
Tube, 6136/6AU6 2,00 
Tube, 12BH7 of2 
Tube, 2D21/5727 1,21 
Tube, HB106 10,00 
Tube Socket, TS1LO1POL 40 
Tube Socket, TS1O3PO1 2 30 
Tube Socket, TS1O02PO01L ool 
Tube Shield, TS103U02 etd 
Tube Shield, TS102U02 pa a) 
Fuse Post, Littelfuse, 228 
342003 
Pilot Light, Marco, 205 
30080M 
Tube Socket, Hewlett- L530 
Packard, HSK100-R5 
Tube Socket, TS102P03 220 
Capacitor, Sprague, 5,82 
CP7 OBIEF405K 
Capacitor, Sprague, 6.53 


CP7 OBLEF805K 


NUMBER 
OF UNITS 


Effective: 
Supersedes: 


Revision: 


m mo NO NY ND HP W fF BD 


3-1-57 
1-21-57 


A 


ESTIMATED 
AMOUNT 


9.20 
6.50 
4,10 
5.00 
4.50 
20,00 
1.44 
484 
30,00 
» 80 
0(2 

° 54 
o30 
039 


56 


11.64 


17.06 
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ITEM 
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MP 


NUMBER 


30427 


30464 


30408 


30455 


30432 


30406 


30430 


29395 


30451 


30325 


30333 


30309 


30340 


30330 


30426 


EQUIPMENT LIST Y-F 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 
RACK F 


NOMENCLATURE 


Capacitor, Sprague, 
CP7 OBIEF106K 


Capacitor, Sprague, 
80P3 Hy-Pass 


Capacitor, Hopkins, 
9-1KT1104K 


Capacitor, Hopkins, 
Q-1KT4104K 


Capacitor, Cornell- 
Dublier, BBR50-25 


Trimmer, Centralab, 
CV-12D-121 


Capacitor, Hopkins, 
9-1K 2104K 


Capacitor, Hopkins, 
9-1K4104K 


Capacitor, Cornelli- 
Dubilier, BBR10-50 


Capacitor, Hopkins, 
9-1K 4332K 


Capacitor, Hopkins, 
9-1K4254K 


Capacitor, Hopkins, 
9-1LK 21L54K 


Capacitor, Hopkins, 
9-1K 447 2K 


Capacitor, Hopkins, 
9-1K 4102K 


Capacitor, Hopkins, 
PO12H 


ESTIMATED 
UNIT COST 


9,00 


1.30 


58 


ofl 


66 


.68 


Effective: 31-57 
Supersedes: 1-21-57 
Revision: A 
NUMBER ESTIMATED 
OF UNITS = AMOUNT 

2 18,00 

2 2,60 

2 116 

2 1.42 

2 1.32 

2 1.36 

2 2.00 

10 14,80 

10 4.20 

5 A, oc 

2 5.00 

2 2,00 

2 5.09 

2 2, 04 

2 2.36 
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91. 
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68019 


60008 


EQUIPMENT LIST Y-F 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 
RACK F 


NOMENCLATURE 


Capacitor, Hopkins, 
PL4H 


Capacitor, Hopkins, 
Q-LKT4 224K 


Capacitor, Hopkins, 
Q-1K1104K 


Capacitor, Hopkins, 
9-1K 4153K 


Capacitor, Hopkins, 
PO54H 


Capacitor, Hopkins, 
9-1K1102K 


Capacitor, Cornell- 
Dublier, BR505 


Capacitor, Hopkins, 
Q-1KT61 04K 


Capacitor, Hopkins, 
Q-1KT6254K 


Capacitor, Cornell- 
Dublier, TNAD6020 


Capacitor, Hopkins, 
9-P54H 


Circuit Breaker, 
Heinaman, XAM-33 
Curve 4+ 50 amp 


Circuit Breaker, 
Heinaman, XAM-33 
Curve 5 15 amp 


Switch, Cutler-Hammer, 


8801 K7 


ESTIMATED 
UNIT COST 


etD 


rears He 


2 


NO 


mM 


a3) 


ND 


fA 


iv) 


Effective: 


Supersedes:  1-2i-5' 


Revision: 


NUMBER 
OF UNITS 


3r1<57 


A 


ESTIMATED 


1.50 


502 


ag 


5.00 


ig ie 


17.20 
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a 


f 


AMOUNT 


- Approved For Release 1999/09/08 : CIA-RDP81B00878R000200010022-0 


Effective:  3-1-57 


Supersedes: 1-21-57 


Revision: A 


EQUIPMENT LIST Y-F 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK F 

MP ESTIMATED NUMBER ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 
92, 11063 Data Separator Plug 570.14 i. 570,14 


In Amplifier 
R-W#7 0000799 


93. 11396 Counter Decade, 35,00 1 35400 
Hewlett-Packard, 
HPAYCA DC900O0 


94, 10855 Counter Decade, Modified 50,00 1 50, 00 
R-W#70000655 Dc93CO0 


95.6 10833 Counter Decade, 50,06 1 50,00 
Modified, 
R-W#70000656 DC9200 

96, 10275 Counter Hexad 50,60 2 50,00 
R-W#70000419 DC91LO0 

97.4 T0039 Chart Paper, 2,00 2 72.00 
(ALFAX ) 

98, 20525 Resistor, RHO, A44 2,50 1 2,50 
68 K 1% 7 

99. 20532 Resistor, RHO,A44 2,59 1 2.5 
27K 1S 
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